UNIT  CONSTRUCTION   COSTS
1515
Plain Concrete    (Continued.)
LABOR COST					MATERIAL	COST	TOTAL COHT	
				PER		PKH		I* Kit
NUMBER	NAME OF ACCOUNT	Cu. YD.	AMOUNT	Cu.	AMOUNT	Cu.	AMOUNT	Cu.
				YD.		YD.		YD.
8906.01	Water pipe lines, etc.	2.3	17.37	7.55	17..S5	7.76	35.23	15.31
8908. 2	Power conduits ......	27.6	198.14	7.18	217.15	7.87	415.20	15,04
8908.5	Power    conduit							
	branches         .   . • •	5.0	25.36	5.07	30.63	0.12	55.00	11.10
8916	Temporary        power	14.4	56.04	3.89	IKS.69	6. SO	154.73	10.75
								
8917	"    crushing plant. .	101.1	303.15	3.00	531.13	5.28	837.28	8.28
8918	"    oil   and   water							
		48.8	140.27	3.06	203.01	f> 30	412.28	8.45
9002	Power plant       .   ...	231.7	$1,609.92	S7.34	$1,400.02	$0.30	$3,150.94	$13,04
9002 .3	"    drain ... ......	34.6	205.68	5.04	227.37	0.57	433.05	J2.52
9006.01	"    Nordberg      en-							
	gines         «	686.3	774.06	1.13	3,020.83	4.40	3,704,80	f»,f»3
9007.01	"    turbines ......	196.5	950.08	4.8S	1,432.70	7.20	2,301.28	12.1(1
9008.01	"    condensers .....	50.3	201.08	5.70	285. IS	5.07	576.20	Il,4f»
9009.01	"    jot condenser. . .	16.5	66.27	4.02	09.99	4.24-,	130,20	8.20
9009 . 21	41    2 air pumps. . . .	210.0	560.04	2.67	708.03	3.37	1,268.07	0,04
9010.01	"    air compressor..	238.3	840.08	3,53	1,246.54	5.23	2,087.52	8.70
9011.01	"    exciters, etc ----	373.0	1,430.67	3.86	1,875.43	5.03	3,3lf>.H)	8.80
9012.01	"    motor    genera-							
	tors       ....	107.0	206.52	2.77	658.0 1	O.ltf	055.43	H.fKI
9014.01	North     and     south							
	steam mains .......	194.5	578.24	2.07	045.07	4.80	1,524.21	7.84
9015.2	Power plant exhaust							
	pipe.        . .     .....	18.3	63.00	3.45	102.81	5,62	165,00	0,07
	Total ...............	7,770.4						
			$22,301.30	$2.8f>	$37,503.53	$4.82	$50,OK4,K,'i	S7JI7
Miscellaneous Concrete
NUMBER   NAME OF ACCOUNT    Cu. YD.
7702         Crusher plant......
7902         Bedding plant......
8302         lieverberatory plant
8307.11   Waste heat boilers..
8307.12   Oil-fired boilers.....
8307.13   Feedpumps........
8402         Converter plant.... 8414         Casting machines... 8502         Conveying system..
8821        Laboratory.........
8902.2     Sewer system.......
9013        Transfer table pit... 9017.01   Feed water heating
plant..........
9017.21 Condensed water pump house......
9060.21 Supply tanks, re-verbs, and oil-fired boilers...........
220.5
2,809.7
2,810.0
138.7
100.0
214.7
776.9
291.9
622.3
96.5
53.8
12.0
105.4 171.0
189.5
LA.IIOU
AMOUNT
$803.15 6,256.34 7,715.96
780.52
350.45
678,73
1,796,66
1,627.37
2,650.78
448.42
168.18
24.13
On. YD.
$4.05 2.23 2.74 5.60 3,50 3.10 2.31 5,58 4.10 4.65 3.13 2,01
708.00      0.72 1,171.89      6.85
MAT KUI A i,
AMOUNT
$1,568.47
14,513.21
15,044.00
703,07
686,20
1,428.97
2,800.10
4,006.37
576.13
184.08
58.23
« COOT
PKII
Cu. YD.
$7.11 IS. id
0.72 5,80 (UK)
3.08 0.47 0.44
5,00 3.42 4.85
TOTAL C AMOUNT
<
$2,461,62 20,760,f»f> 22,700,05
1,0,1(1,74 2,107.70
0.657.1C
352,20 82,30
;OST !• wit u. Yu,
IIL.UI 7,39 8.10 11,42
10.37
turn
12.on
HUB 10,01
O.HI1
651.04      5.23        1,250,10       IIM 854,68      5,00        2,026.57       U.Hfl
875.70       4.62        1,685.70      H.90        li,/i»i.40       Kf,f»2
Total..............    8,706.1    $26,055.24    $2.00    146,600.81     »/J.:W    $72,755.0f»      $8.3(1. Oil Supply Tai 9060 . 20] Excavation .......			
